HOWTH HARBOUR. 



C 



AN ACCOUNT of the Salaries that are paid to the Harbour Master and his Boatmen, 
at Howth. 



Lieutenant James Browne, Harbour Master, a Salary of - - £. 300 per ann. 

James Murphy, principal Boatman, a Salary of 2 s. 6 d. per day ; and! £. s. d. 
five other Boatmen, at the rate of 2 s. per day each ; making an L 228. 2. 6. 
annual Sum of -------- - _J 




— ( 2 .) — 

AN ACCOUNT showing the Salaries that are paid to the several Persons in the 
employment of the Commissioners of Howth Harbour. 

Mr. John Rennie, conducting Engineer ; - - - no Salary ; but the - ] 
daily Allowance and travelling Expenses paid to him, when occa- I 
sionally engaged to inspect, or report upon the Works, the rate off 
which Allowance has not as yet been arranged J 

Mr. John Aird, acting Engineer, a Salary of - £.325 per ann. 

Mr. Henry Yeo, Secretary, a Salary of 150 

Mr. James Souter, Storekeeper and general Overseer, a Salary of - 180 — 

Lieutenant James Browne, acting as Pay Clerk at Howth, a Salary of 50 — 

commencing the 5th August 1822, when he was appointed as 
Pay Clerk. 

Richard Wilson, Messenger, a Salary of - - - - - 11. 7. 6. 



The above are the Salaries paid during the year 1822; since that period, the acting 
Engineer has been discontinued. 



4th March 1823. 



Henry Yeo, Secretary. 



-(3.)- 

ACCOUNT of the Expense of maintaining the Howth Harbour Lighthouse, 
for Three Years, ending the 5th January 1823. 



Jan. 5, 1820, to t T . , . , , „ . 

Jan. 5, i8ai - - ./^‘keeper's Salary - - - 

Paid for Oil, Cotton wick, Tow, Muff Glasses, &c. 

Paid sundry incidental Expenses, taken on an average of 
three years -------- 



Jan. 5, 1821, - - 
Jan. 5, 1822 - 



er’s Salary 



Paid for Oil, Cotton wick, Tow, Muff Glasses, &c. 

^jLightkeeper’s Salary - 



Jan. 5, 1822, 

Jan. 5, 1823 

Paid for Oil, Cotton wick, Tow, Muff Glasses, &c. 

Paid sundry incidental Expenses, average of three years 



£. 70 


_ 


_ 


19 1 


12 


- 


} 83 


5 


9 


70 


- 


- 


83 


5 


9 


199 


15 


- 


70 


- 


- 


215 


18 


3 


83 


5 


9 



369 4 ~ 



The above-mentioned Lighthouse is illuminated by twelve Argand Lamps, with 
Reflectors of the best description. 

Ballast Office, Dublin,! William Bigger, 

March 3d, 1823. j Ballast Master, Port of Dublin. 
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